Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 12/15/2010 6:42:03 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: 


How about 10:45 down on the l s:5: floor where we meet? 

Stephen Lobik 

Capita! Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facii.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 
Sent: Wednesday, December 15, 2010 1:40 PM 
To: Lobik Stephen 
Subject: RE: 

No problem, 

Jim 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 
Sent: Wednesday, December 15, 2010 1:27 PM 
To: Hanchett, James (DPH) 

Cc: Salem, Sharon (DPH) 

Subject: 


Jim, 

I spoke to our OIT tel/com folks. They told me we cannot have data and voice coming from the same 
jacks. Can I come by tomorrow with a plan and you can show me which ones you want data and which 
phone? Please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 


Folk OIG PRR 095829 







(T) 413-545-6516 


(F) 413-545-3684 
slobik@facil.umass.edu 


Folk OIG PRR 095830 



